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PAGE 01 TEHRAN 02656 151108Z 
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ACTION EB-07 

INFO OCT-01 NEA-10 ISO-OO FEA-01 ERDA-07 AID-05 CEA-01 

CIAE-00 CIEP-02 COME-OO DODE-OO FPC-01 H-02 INR-07 

INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 

SAM-01 OES-05 SP-02 SS-15 STR-04 TRSE-00 EUR-12 
( ISO ) W 

024631 

R 150945Z MAR 76 
FM AMEMBASSY TEHRAN 
TO AMEMBASSY KABUL 
INFO SECSTATE WASHDC 6033 

UNCLAS TEHRAN 2656 

E.O.l 1652: N/A 
TAGS: ENRG, IR, AF 

SUB J : PARSONS' PROPOSAL FOR GAS LIQUEFACTION PROJECT 

RALPH M. PARSONS COMPANY CALLED EMBASSY MORNING OF 15 MARCH TO 
SAY PARSONS HAS PREPARED A PROPOSAL ON SUBJECT PROJECT, WHICH THEY 
HAD PLANNED TO HANDCARRY TO KABUL 13 MARCH. FLIGHT OUT OF TEHRAN, 
HOWEVER, WAS CANCELLED DUE BAD WEATHER HERE. THUS, PARSONS HAS 
ASKED EMBASSY TO TRANSMIT PROPOSAL BY NEXT UNCLASSIFIED POUCH. 
WOULD APPRECIATE EMBASSY KABUL'S TRANSMITTING PROPOSAL (WHICH 
MUST, OF COURSE, BE TREATED AS PROPRIETARY INFORMATION) TO 
ENGINEER TOUFIQUI AND REQUEST THAT HE ACCEPT IT SINCE WEATHER 
CONDITIONS HERE MADE TIMELY DELIVERY IMPOSSIBLE. PROPOSAL RECEIVED 
BY EMBASSY TEHRAN MARCH 15. NOTE: A PARSONS VICE PRESIDENT FROM 
LONDON CAME HERE WITH INTENTION OF TAKING PROPOSAL TO AFGHANISTAN, 
BUT HAS HAD TO RETURN TO LONDON. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: LPG, PROPOSALS (BID), PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 15 MAR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TEHRAN02656 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760098-0179 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760359/aaaabzwm.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 2 JUL 2004 by vandyklo; APPROVED <19 JUL 2004 by ellisoob> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PARSONS' PROPOSAL FOR GAS LIQUEFACTION PROJECT RALPH M. PARSONS COMPANY CALLED EMBASSY MORNING OF 15 
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